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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual Method of 
Tolerance Comments 
Dimension Tolerance | ACS p | Accopt | Ret | tied 


0.020 +/-0.010 


a 


Measured [Measured by:| o Audited by: Peon aeron sro 
Date: Date: 
Rev | Date | Change Revised —— Approved 
New Issue P/O D4289-041 KJ XK 


11.02.18 
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